WE MAKE 


ELECTRICAL APPARATUS. 


OUR X RAY TUBES 


ARE THE BEST THAT CAN BE MADE. 





SPECIAL kX RAY TUBES 


FOR USE WITH COILS HAVING EXTRA HEAVY SPARK CAPACITY 


THOMSON DOUBLE-FOCUS TUBE, for high 
frequeney coils. 


Miniature Lamps, Candelabra, Decora- 
tive, and Battery, for all Purposes. 


Fluoroscopes 


With Barium Platino-Cyanide Screens 
give finest results. We make all sizes, 
also unmounted screens. 


CATALOGUE ON 
APPLICATION. 


FORM R5—Single-focus X Ray Tube, FORM G2—Single-focus X Ray 
for induction coils of 4-inch to 12-inch Tube, for induction coils of 
sparks. 4-inch to 6-inch sparks. 


Edison Decorative & Miniature Lamp Dept. 
(General Electric Co.) _ HARRISON, N. J. 
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